You ll want to be seen with the Toshiba Tekbright monitor. 


Tekbright 510V 
Tekbright 7OOP 


@ Tekbright 510V: 15" monitor with flat-square picture tube 


@ Tekbright 700P: 17" monitor with Toshiba Microfilter™ technology 
@ Brilliant colour display 


@ Conforms to Energy Star Power Management 


TOSHIBA 


In Touch with Tomorrow 


TOSHIBA 


You ll want to be seen with the Toshiba Tekbright monitor. 


Take it from Toshiba. If you're looking for a monitor that'll live up to all its promises, 

a they're here: the Tekbright 510V or Tekbright 700P. The Toshiba monitors for the Equium 
Series display image and text quite brilliantly. The Tekbright 510V 15" monitor with flat-square 
picture tube captivates with its fantastic colour quality. And the Tekbright 700P 17" monitor with Toshiba 
Microfilter™ technology offers the highest contrast and colour density. Treat yourself to another look. 


At your local Toshiba dealer. 


Tekbright 510V 


Tekbright 700P 


Type 


Flat-square picture tube 


Toshiba Microfilter™ tube 


Screen Size 


15" 


17" 


Screen dimension 


maximal 278 x 208, 347 mm (13.7") 
maximum visible diagonal 


maximal 323 x 242, 404mm (15.9") 
maximum visible diagonal 


Screen tube coating 


Antireflex-antistatic coating 


Antireflex-antistatic coating 


Mask distance 


0.28mm 


0.26mm 


Autoscan 


Horizontal: 30-69 kHz 
Vertical: 50-120 Hz 

With 85 Hz max resolution 
1,024 x 768 pixels, 

with 60 Hz max resolution 
1,280 x 1,024 pixels 


Horizontal: 30-69 kHz 
Vertical: 50-120 Hz 

With 85 Hz max resolution 
1,024 x 768 pixels, 

with 60 Hz max resolution 
1,280 x 1,024 pixels 


Integrated speaker 


2 x 1 Watt 


Integrated Interface 


1 x microphone- and 1 x headphone jack 


Control Brightness, contrast, screen geometry and colour Brightness, contrast, screen geometry, colour 
temperature, On-Screen display temperature and volume, On-Screen display 
Certifications TCO 95, MPRII, TUV, Energy Star, CE TCO 92, MPRII, TUV, Energy Star, CE 


VESA DPMS compatibility 


VESA DPMS compatible 


VESA DPMS compatible 


Warranty 


TOSHIBA 


3 years 


Dealer Stamp 


3 years 


TEG January 1999. All rights to changes in specifications and features reserved. 


